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fatlures, March 


T 


Texas Industries Inc. (TX1) 
— Short bridge — a long haul at Tin Top. A. Now 
Thomason, John 
—Ideal sees aan shove plant costs sky-high. August 5 
Thomas Tilliog Lid. 
— British tirm adds New England sateen contractor 
to worldwide holdings. Dec 
Thorstenberg Materials Co. 
—Plant tel ation becomes do-it-yourself expansion 
pryect. June pees 
Three M's that make up maintenance, The, March ... 
Three-stage expansion permits higher 
with greater Nexibility, May : 
Tokuyama Soda Co. 
—Precaleiner kilns prove wee at world’s heat 
cement plant. Apni oeee 
Show 


—Trade show in print. Dec 
Transportation 
—Are you ready for the challenge?. Nov. . ioe 
—Leasing system adds appeal to rail shipment, Nov. 
—Patented sysiem lowers shipping costs. Nov. . . 
—Short bridge saves a long haul at Tin Top. A, Nov 
—Synthene motor oil solves cold weather starting 
problems. Nov bee 
— Transporation problems prove challenging for the 
industry. August oe 
Tuffy’s Crushed Concrete 
—Recycled concrete forms base material for an 
aggregate-short region. Feb. . 
Twelve tales of the rock industry, Nov s 
Two dredges 7 raw material for 1 ,000-tph sand & 
gravel plant, S 
Two-stage cemen aunt VAossilication. April . 


U-V 


Vitamins for victory, June 
Voldback, Eric 
—Oregon Portland Cement opens new plant, Apnil 
Vulcan Materials Co. 
—Incteased — calls for a diesel- pam 
shovel, April . 


Ww 


Wandering around the Con/Agg Show, May 
Warner Co. 

—Efficient handling of bagged lime reduces mead 

operation. April ond 

Water & dust are enemies of a diesel engine, Oct. 
Winn Rock Inc. 

—Annual production increases become a habit, Nov. 
Wulfrath Group 

—Wiulfrath Group, The. Pan 1. June 

—Wiilfrath Group. The. Part Il, July 


X-Y-Z 


Zijistva, B. : 
—Inish cement manufacturer chooses precise 
analytical control, April 


Rock & Concrete world (International edition) 


Concrete cooling: Important factor on many projects, Feb 

Concrete structures dety Hurncane David. Feb 

French-built portable plant makes four sizes. Feb 

Precast segmental beams top off Mideast stadium, 
August 

Sand-lime brick success in Saudi Arabia, Nov 


ROCK PRODUCTS 





